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CITATION AND NOTIFICATION OF PENALTY 


We believe that you violated the Animal Welfare Act (7 U.S.C. § 2131 et seq.) 
(AW A), as described below. 


Date of Violation: November 1, 2012 

9 C.F.R. § 2.40(b)(2) Attending veterinarian and adequate veterinary care 
(dealers and exhibitors). 

(b) Each dealer or exhibitor shall establish and maintain programs of adequate 
veterinary care that include: 

(2) The use of appropriate methods to prevent, control, diagnose, and treat 
diseases and injuries, and the availability of emergency, weekend, and holiday 
care; 

You failed to provide adequate veterinary care and use appropriate 
methods to prevent, control, diagnose, and treat diseases and injuries. 
On the above date, APHIS observed the following: 

1) A yellow female Chihuahua (microchip #049 566 376) squinting and 
blinking its left eye. The dog was reluctant to open the eye and when it 
did the eyeball was red. A yellowish discharge stained the fur 
surrounding the eye; and 

2) A gray and white female Chihuahua (microchip #49671E3305) was 
squinting and blinking its eye. The white of the eyeball was red, while 
the rest of the eye had a bluish tint. A yellowish discharge was 
observed coming from the eye and the dog was reluctant to open the 
eye. 

Date of Violation: November 1, 2012 
9 C.F.R. § 3.6(a)(2)(v) Primary enclosures. 

Primary enclosures for dogs and cats must meet the following minimum 
requirements: 

(a) General requirements. 

(2) Primary enclosures must be constructed and maintained so that they: 

(v) Enable the dogs and cats to remain dry and clean; 

You failed to ensure primary enclosures met minimum general 
requirements to enable dogs to remain dry and clean. On the above 
date, APHIS observed two primary enclosures in the whelping building 
containing several wet puppies. Closer inspection revealed that the 
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wash down area above the puppies’ primary enclosures leaked, and the 
contaminated water leaked down into the lower primary enclosures 
containing the puppies. 

Date of Violation: November 1, 2012 

9 C.F.R. § 3.11(a) Cleaning, sanitization, housekeeping, and pest control. 

(a) Cleaning of primary enclosures. Excreta and food waste must be removed 
from primary enclosures daily, and from under primary enclosures as often as 
necessary to prevent an excessive accumulation of feces and food waste, to 
prevent soiling of the dogs or cats contained in the primary enclosures, and to 
reduce disease hazards, insects, pests and odors. When steam or water is used to 
clean the primary enclosure, whether by hosing, flushing, or other methods, dogs 
and cats must be removed, unless the enclosure is large enough to ensure the 
animals would not be harmed, wetted, or distressed in the process. Standing water 
must be removed from the primary enclosure and animals in other primary 
enclosures must be protected from being contaminated with water and other 
wastes during the cleaning. The pans under primary enclosures with grill type 
floors and the ground areas under raised runs with mesh or slatted floors must be 
cleaned as often as necessary to prevent accumulation of feces and food waste and 
to reduce disease hazards pests, insects and odors. 

You failed to ensure animals would not be harmed, wetted, or 
distressed during cleaning of primary enclosures. On the above date, 
APHIS observed two primary enclosures in the whelping building 
containing several wet puppies. Closer inspection revealed that the 
wash down area above the puppies’ primary enclosures leaked, and the 
contaminated water leaked down into the lower primary enclosures 
containing the puppies. 

Date of Violation: January 10, 2013 

9 C.F.R. § 2.40(b)(2) Attending veterinarian and adequate veterinary care 
(dealers and exhibitors). 

(b) Each dealer or exhibitor shall establish and maintain programs of adequate 
veterinary care that include: 

(2) The use of appropriate methods to prevent, control, diagnose, and treat 
diseases and injuries, and the availability of emergency, weekend, and holiday 
care; 

You failed to provide adequate veterinary care and use appropriate 
methods to prevent, control, diagnose, and treat diseases and injuries. 
On the above date, APHIS observed the following: 

1) A white and black female Shih Tzu (ID #078000346) was having 
difficulty standing and turning. When placed on the ground she was 
only able to hop/move in circles; 

2) A black and white female Shih Tzu (ID #069078521) was in a 
primary enclosure with four other dogs. APHIS observed a %” cut on 
the left ear and closer inspection revealed a V” triangular wound on the 

Reference Number: OK130015-AC 
Issuance Date: September 23, 2013 
Version: Final 


An Equal Opportunity Provider and Employer 


USDA 



United States Department of Agriculture 


right abdomen and a V 2 ” circular cut on the left back area. APHIS also 
noted a 1/8” circular opaque area on the right eye; 

3) A black and white female Shih Tzu (ID #A01540776) had a bleeding 
cut on her tail and an extremely matted coat; and 

4) A black and white female Shih Tzu (ID #A0153800) was dirty and 
had an extremely matted coat. 

Date of Violation: February 26, 2013 

9 C.F.R. § 2.126(b) Access and inspection of records and property. 

(b) The use of a room, table, or other facilities necessary for the proper 
examination of the records and inspection of the property or animals must be 
extended to APHIS officials by the dealer, exhibitor, intermediate handler or 
carrier, and a responsible adult shall be made available to accompany APHIS 
officials during the inspection process. 

You failed to have a responsible adult available to accompany APHIS 
officials during the inspection process. On the above date, APHIS 
attempted to conduct an inspection of your facility at 1:00 pm, 
however, no one was available to conduct the inspection. 

Date of Violation: May 29, 2013 

9 C.F.R. § 2.126(b) Access and inspection of records and property. 

(b) The use of a room, table, or other facilities necessary for the proper 
examination of the records and inspection of the property or animals must be 
extended to APHIS officials by the dealer, exhibitor, intermediate handler or 
carrier, and a responsible adult shall be made available to accompany APHIS 
officials during the inspection process. 

You failed to have a responsible adult available to accompany APHIS 
officials during the inspection process. On the above date, APHIS 
attempted to conduct an inspection of your facility at 1 1:45 am and 
1:30 pm, however, no one was available to conduct the inspection. 

The penalty for the alleged violation(s) described above is $3,179. 
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